Aircraft Accessories 


Unit First Aid Kits 


Unit First Aid Kits 


P/N 70004-00 - P/N 70003-00 ¢ P/N 70002-00 + P/N 70001-00 


The AVOX Systems Unit First Aid Kit line includes bulkhead hanging units for 
general aviation use on planes of 5 passenger, 25 passenger, and over 25 
passenger capacities. The 24-unit kit (P/N 70004-00) meets FA.A. requirements 
for commercial aircraft with over 25 passenger capacity. 


Units contain antiseptic swabs, ammonia inhalants, individually packaged 
bandages, compresses, and burn ointment (available on P/N 70004-00 only). 
The cover of the sturdy, 20-gauge metal case converts to a handy shelf 
when opened. 


AVOX Systems 
ZODIAC si(i‘CSOCSCSC‘s*” Unit First Aid Kits 


24 - UNIT 24 - UNIT 16 - UNIT 10 - UNIT 
COMMERCIAL AIRLINE FIRST AID KIT GENERAL AVIATION FIRST AID KIT GENERAL AVIATION FIRST AID KIT GENERAL AVIATION FIRST AID KIT 


24 - UNIT COMMERCIAL AIRLINE FIRST AID KIT - P/N 70004-00 24 - UNIT GENERAL AVIATION FIRST AID KIT - P/N 70003-00 


Meets requirements of FA.A. FAR parts 121 and 135. All items packaged in unit All items packaged in unit cartons, and wrapped in cellophane. 


cartons, and wrapped in cellophane with no-pull tabs. , : ; ; : 
Container Size: 9 1/2" X 9 1/2” X 2 5/8” (Nominal) Approximate weight 5 1/2 lbs. 


Container Size: 9 1/2" X 9 1/2" X 2 5/8” (Nominal) Approximate weight 5 1/2 lbs. Contents 


Qty. 74052-00 Complete kt rel - less case 


74052-01 Complete kit refill - less case 70103-04 1" Plastic adhesive bandage (16 per unit) 
70103-04 1" Plastic adhesive bandage (16 per unit) 70135-00 Antisendic swahe (io periuni 

70135-00 Antiseptic swabs (10 per unit) 

70105-00 Ammonia inhalants (10 per unit) 70105-00 Ammonia inhalants (10 per unit) 
70101-01 4" Bandage compress (1 per unit) 70102-02 2" Bandage compress (4 per unit) 
70107-00 Triangular bandage (1 per unit) 70101-01 
70106-01 Burn ointment, 1/8 oz. tube (6 per unit) 
70109-00 Wire splint (1 per unit) 

70110-00 4" x 6 yd. Gauze bandage (1 per unit) 70115-00 Eye dressing (1 per unit) 
70042-01 1" x 2 1/2 yd. Adhesive tape (2 per unit) 10009495 Latex Gloves (2 pair) 
73032-50 Scissors (1 pair) 

10009495 Latex Gloves (2 pair) 


4" Bandage compress (1 per unit) 


70107-00 Triangular bandage (1 per unit) 
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16 - UNIT GENERAL AVIATION FIRST AID KIT - P/N 70002-00 10 - UNIT GENERAL AVIATION FIRST AID KIT - P/N 70001-00 


All items packaged in unit cartons, and wrapped in cellophane. All items packaged in unit cartons, and wrapped in cellophane. 


Container Size: 9 1/2” X 6 3/4" X 2 5/8” (Nominal) Approximate weight 4 Ibs. Container Size: 8” X 5” X 2 5/8” (Nominal) Approximate weight 2 1/2 lbs. 
ay 


74051-00 Complete kit refill - less case 74050-00 Complete kit refill - less case 

70103-04 1" Plastic adhesive bandage (16 per unit) 70103-04 1" Plastic adhesive bandage (16 per unit) 
70135-00 Antiseptic swabs (10 per unit) 70135-00 Antiseptic swabs (10 per unit) 

70105-00 Ammonia inhalants (10 per unit) 70105-00 Ammonia inhalants (10 per unit) 
70102-02 2" Bandage compress (4 per unit) 70102-02 2" Bandage compress (4 per unit) 
70101-01 4" Bandage compress (1 per unit) 70101-01 4" Bandage compress (1 per unit) 
70107-00 Triangular bandage (1 per unit) 70107-00 Triangular bandage (1 per unit) 
70115-00 Eye dressing (1 per unit) 70115-00 Eye dressing (1 per unit) 

10009495 Latex Gloves (2 pair) 10009495 Latex Gloves (2 pair) 
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